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27.   The   location  and  description of major  test
points   63   and  116   are:

53:   A7J5-W
lag   current

input

L16: A3A2XA2-
>/20 mile
range control
input to syn-
chronizer.

28.When a technician determines that an avion-
ics system does not meet performance require
ments, the next step is to determine the
cause of the trouble.  Organizational main-
tenance consists mainly of isolating mal-
functions to a defective major unit, and
performing the required corrective mainten-
ance.

Section III, Organizational Maintenance,
provides a Functional Checks Table to provide
guidance in performing the troubleshooting
process to isolate a malfunction to a defec-
tive major unit.
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